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Wir bedanken uns fur den Erwerb der 
SPACE PANIC. Mit einer Zentraleinheit 
(CPU) ausgerustet ist die SPACE PANIC 
ein Spielgerat modernsten Zuschnitts 
mit vielen Eigenschaf ten und Funktionen. 


Diese Anleitung gibt an, wie diese Eigen 
schaften und Funktionen voll ausgenutzt 
werden konnen. Sie haben den groBten Nut 
zen, wenn Sie die Anleitung sorgfaltig 
durchlesen . 
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I. Geratemerkmale 


1. Das Spielepaket mit den Besonderheiten fur den Spieler. 

2. Die Hebelsteuerung ist leicht zu handhaben. 

3. Mittels Druckschalter konnen Spielver langerung , Anzahl 
der Tanks, Verweildauer eines zusatzlichen Tanks usw. 
eingestellt werden. 

4. Die bisher hochste Punktzahl wird immer auf dem Bild- 
schirm angezeigt. 

5. Ansprechende Gehausegestaltung und f asz inierende akustische 
Ef f ekte . 
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II. Benutzung und Instandhaltung 


1 . SPACE PANIC von UNIVERSAL enthalt einen Fernsehempf angs- 
teil; dieser ist beim Transport vor Stoflen zu schiitzen. 

2. Gerat an einem Ort aufstellen, zu dem kein direktes Sonnen- 
licht gelangt. Zur Vermeidung eines unzulass igen Temperatur- 
anstieges im Gehauseinnern ist die Aufstellung neben Heiz- 
geraten zu verraeiden. 

3. Der ErdungsanschluB ist mit dem Erdleiter zu verbinden. 

4. Netzstecker in Steckdose stecken und Gerat einschalten. 

5. Selbst wenn es so scheint, dafi ein Halbleiter defekt ist, 
keine Durchgangspr uf er verwenden. Die Eigenspannung des 
Durchgangsprufers kann den Halbleiter zerstoren. 

6. Fur gute Beliiftung des Gerates ist zu sorgen. Temperaturen 
bis zu 60° C an IC ' s und Transistoren gewahr leisten eine si- 
chere Funktion, die bei hoheren Temperaturen nicht garantiert 
werden kann. 

7. Uberprtifen, ob die Stecker zusammengesteckt sind. 

8. Vor dem Einstecken und vor dem Ziehen des Netzsteckers ist 
das Gerat auszuschalten (power off) . 

9. Obwohl die Produkte von UNIVERSAL mit der groBtmoglichen Sorg- 
falt hergestellt werden, sind Fehlf unk t ionen nach langer Ge- 
brauchsdauer moglich. Deswegen sollte das Gerat taglich ge- 
pruft werden. 
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III. Spielanleitung 


1. LaB den Mann Locher graben! Wenn ein Monster durch ein 
Loch auf einen tiefer gelegenen Boden gefallen ist und 
Du es zuschaufeln kannst, bevor es rauskriecht, gewinnst 
Du Punkte. 


2. Ein Monster, das BOSS oder DON ist, stirbt nicht, bevor 
es 1-, 2- oder 3-mal durch den Boden gefallen ist. Wenn 
mehr als 2 Monster in die Locher fallen, oder wenn ein 
BOSS oder ein DON auf ein Monster darunter fallt, sterben 
sie gemeinsam. 

3. Der Mann, der das Loch gegraben hat, kommt schnell zu einem 
niedriger gelegenen Boden. Er kann dann die Monster dort 
unten durch das Loch zum nachsttiefen Boden befordern. 

4. Wenn der Mann von einem Monster um Sauerstoff gebeten wird 
Oder wenn dieser vollstandig verbraucht ist, stirbt der Mann. 
Wenn die Sauer stoffanzeige auf "0" geht, rotet sich das Ge- 
sicht des Mannes und der Warnsummer ertont. 

5. Ist der Sauer stoffgehalt bis zum Loschen des Bildschirmes 
nicht ganz auf Null heruntergegangen , erhaltst Du entspre- 
chend der ubr iggebliebenen Sauerstof fmenge Bonuspunkte. 

6. Spieler mit der hochsten Punktzahl konnen ihren Namen auf 
dem Bildschirm speichernd eingeben. 

Driicke den Lochgrabe-Knopf bei jedem einzugebenden Buchstaben. 



MONSTER 

1 00-800 


PUNKTE 




BOSS 

300 - 1,200 


DON 

800 - 2,000 
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1 . Stirbt, wenn er durch inehr als einen Boden fallt 


2. Stirbt, wenn er durch inehr als zwei Boden fallt. 

3. Stirbt, wenn er durch inehr als drei Boden fallt. 

4. (Sterben gemeinsam) wenn mehr als zwei Monster in senkrechte Locher fallen. 

5. (Fallt runter auf den Kopf des anderen) , beide zerstort. 
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IV. Verschiedene Einstellungen nach Wahl 


A. Lage der Dipschalter 


MAIN CIRCUIT BOARD 


J __ Dip SW 


ON 

I 

OFF 


1 2 3 4 5 6 7 8 


Sound 

circuit 

board 


. Stellungen der Dipschalter 


B. Wahleinstellung (Dipschalter) 


1 . Nummerneingabe des Panic Man 
zum Spiel (SW 1) 


Number of 
panic men 

SW1 

3 men 

ON 

4 men 

OFF 


2. Extrapunkte (SW 2) 


Extra points 

SW2 

3,000 pts 

ON 

5,000 pts 

OFF 


3. Change-over setting of the mode of game 
(SW3) 


Style 

SW3 

Upright 

ON 

Table 

OFF 


4. Miinze (n) und Guthaben fur den 
linken Munzeinlauf (SW 4,5,6) 


Coin 

Credit 

SW4 

SW5 

SW6 

1 

1 

ON 

ON 

ON 

1 

2 

ON 

ON 

OFF 

1 

3 

ON 

OFF 

ON 

1 

4 

ON 

OFF 

OFF 

1 

5 

OFF 

ON 

ON 

2 

3 

OFF 

ON 

OFF 


5. Miinze (n) und Guthaben fur den 
rechten Munzeinlauf (SW 7,8) 


Coin 

Credit 

SW7 

SW8 

2 

i 

ON 

ON 

1 

i 

ON 

OFF 

1 

2 

OFF 

ON 

1 

3 

OFF 

OFF 
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STANDGERAT 



Diese Unterlagen sind Standardinformationen. 
UNIVERSAL behalt sich das Recht zu Anderungen 
ohne Vorankiindigung vor. 
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VI. Teilekatalog Standgerat 


A. Bauteile, die zum Gehause gehoren (auBen) 



4. Bauteile am Gehause (auBen) 

Liste der Teile am Gehause (auBen) 


Ref. No. 

Name 

Ref. No. 

Name 

1 

Title panel fixture 

11 

Coin slot (1 ) 

2 

Title panel 

12 

Coin indication panel (1) 

3 

r Illustrated glass (B) 

13 

Coin slot (2) 

4 

Illustrated glass (A) 

14 

Coin indication panel (2) 

5 

Operating indication panel 

15 

Cancel button 

6 

Control lever (general name) 

16 

Door key 

7 

Push button (for 1 player) 

17 

Main door 

8 

Push button (for 2 players) 

18 

Cash box door 

9 

Push button (Holing and closing) 

19 

Caster 

10 

Sticker for game rules 

20 

CRT (20" color) 
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D. Bauteile, die zum Gehause gehoren (innen) 



a — Operating panel assembly 
b — Door assembly 
c — Lever assembly 


9. Bauteile am Gehause (innen) 


a. Bedieneinheit 



10. Bedieneinheit 





b. Ttireinheit und Teileliste 


Teileliste Ttireinheit 


11. Innenansicht der Ttireinheit 


Ref. No. 

Name 

Ref. No. 

Name 

1 

Main door 

13 

Coin slot shute holder 

2 

Returning soucer 

14 

Rejector 

3 

Lamp & plastic plate bracket 

15 

Sensor slot 

4 

Rearing 

16 

Micro switch 

5 

Coin slot shute 

17 

Key sets 

6 

Returning button 

18 

Miniature lamp 

7 

Coin slot 

19 

Miniature lamp socket 

8 

Slot plate 

20 

Coin indication panel 

9 

Transmission shaft 

21 

Hexagon socket head screw 

10 

Rotary bracket 

22 

Slam switch 

11 

Rejector bracket 

23 

Slam switch holder 


Rejector case 
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C. Hebelsatz und Teileliste 
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E. Bauteile, die zu Schaltern und Lampen im Gehause gehoren. 



13. Bauteile, die zu Schaltern und Lampen 
Teileliste im Gehause gehoren 


Ref. No. 

Nam* 

Ref. No. 

Name 

1 

Fluorescent lamp for title panel 

7 

Blades SW for tilt SW 

2 

Fluorescent lamp for illustrated glass 

8 

Micro SW for resetting 

3 

1 -player select button blade SW 

9 

Door SW 

4 

2-players select button blade SW 

10 

Micro SW for rejector x 2 

5 

Control lever 4-directional use reed 

11 

Toggle SW 


SW x 4 

12 

Blade SW for holing and closing 

6 

Miniature lamp for money display x 2 









A. Bauteile, die zum Gehause gehoren (auBen) 

1st Dlaver side 



14. Bauteile am Gehause (auBen) 


Teileliste Gehause (auBen) 


Ref. No. 

Name 

Ref. No. 

Name 

1 

Operating indication illustrated panel 

13 

Glass fittings 

2 

Control lever 

14 

Cash box door key 

3 

Push button (for holing and closing) 

15 

Cash box door 

4 

Coin slot frame 

16 

Speaker (x2) 

5 

Selector plate (1 ) 

17 

Leg (left) 

6 

Selector plate (2) 

[not used in case of 1-way] 

18 

Leg (right) 

19 

Foot 

7 

Cancel. button 

20 

Foot support 

8 

Push button ass'y (for 1 player) 

21 

Leg adjuster 

9 

Push button ass'y (for 2 players) 

22 

Thumbscrew (x8) 

10 

Cancel coin receptacle 

23 

Power cord (AC) 

11 

Ventilating panel (x3) 

24 

Door key 

12 

Sticker for game rules (x2) 

25 

Cabinet corner box 
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B. Bauteile die zum Gehause gehdren (innen) 
a. Innengehause 



15. Bauteile am Gehause (innen) 


23 



Teileliste Innengehause 


Ref. No. 

Name 

Ref. No. 

Name 

1 

CRT (14" color) 

10 

Door switch 

2 

TV monitor control 

11 

Power source unit 

3 

Rejector ass'y 

12 

Demagnetization switch 

4 

Coin micro switch 

13 

Door lock ass'y 

5 

Coin counter 

14 

Main circuit board 

6 

Table lock mechanism ass'y 

15 

Sound circuit board 

7 

Butterfly plate ass'y 

16 

Sound sub-circuit board 

8 

TV monitor circuit board 

17 

Cash box 

9 

Power source circuit board 

18 

Metal door fixture 


b. Sicher ungen 



3 A 100V, for TV 

3 A 100V 
power source 


Sicherungen im Netzteil 


Sicherungen der Netzteilplatine 

3A for +12V 


Fuse 


Fuse 


Fuse 


Fuse 


3A for +20V 
3A for -5V 
8A for +5V 


Sicherungen a. d. Netzteilplatine 


c. Bedieneinheit 


Control lever ass'y 



18. Bedieneinheit 











































1 . Integrierte Schaltkreise 


Item No. 

Q'ty 

Description 

7400N 

6 

Transistor Logic 

7402N 

2 

n 

7404N 

6 

ii 

7408N 

6 

It 

7410N 

2 

II 

7417N 

1 

n 

7420N 

2 

n 

7425N 

1 

ii 

7432N 

1 


7474N 

9 


7485N 

2 


7486N 

6 

n 

74107N 

2 


74125N 

1 

n 

741 38N 

3 

n 

741 53N 

11 

n 

741 57N 

4 

n 

74161 N 

6 

n 

74166N 

4 

n 

74174N 

4 

ii 

74253N 

4 

ii 

74259N 

3 

ii 

74244N 

2 

ii 

74245N 

1 

ii 

74283N 

2 

ii 

74289N 

4 

64 Bit Bipolar RAM 

74298N 

1 

Transistor Logic 

2716 

12 

Nch MOS ROM 

NE555 

1 

Timer 

NE556 

1 

" 

74S288 

1 

256 Bit Bipolar ROM 


Item No. 

Q'ty 

Description 

4116 

8 

Nch MOS 16K Bit RAM 

Z80 

1 

Nch MOS CPU 

2. Andere Halb 

Leiter 

Item No. 

Q'ty 

Description 

10D-1 

6 

Diode 


3. Kondensatoren 


Rating 

Q'ty 

Description 

100juF/25V 

3 

Chemical Capacitor 

47/XF/35V 

1 

ii 

10M/16V 

2 

ii 

lA(F/50V 

2 

ii 

0.1/xF 

65 

Ceramic Capacitor 

100PF 

1 

ii 


4. Widerstande 


Rating 

Q'ty 

Description 

MSI 028AM 

4 

1 Kf2 Resistor Array 

MS4728AM 

1 

47KJ2 

47S2 

4. 

Carbon Solid Resistor 

470 n 

3 

! ! 

1 KS2 

5 

II 

270n 

6 

II 

2KQ 

1 

II 

47 KM 

4 

II 


5. Verse! 

niedenes 

Name 

Q'ty 

Description 

Dip SW 

1 

8 Elements Switch Array 

X'-tal 

1 

10.816MHz 
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b. Lage der IC's auf der Klangplatine 


r 
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20. Klangplatine 


Location 

Rating 

Daacription 

R1 

1M 14W 

Carbon Solid Resistor 

2 

IK ” 

" 

3 

100K " 

" 

4 

IK ” 


5 

100K " 


6 

10K " 

" , 

7 

150K ” 

" 

8 

10K - 


9 

10K " 


10 

1M 

" 

11 

IK M 

»» 

12 

100K '• 


13 

100K " 

** 

14 

100K •' 

" 

15 

IK " 

•• 

16 

27K " 


17 



18 

200K ■ 


19 

2K 

" 

20 

39K '■ 

" 

21 

1M 

" 

22 

200K " 


23 



24 

IK 


25 

68K “ 


26 

24K " 


27 

100K " 


28 

100K " 


29 

100K " 

" 

30 

12K " 



Location 

Rating 

Description 

R31 

100K%W 

Carbon Solid Resistor 

32 

100K " 

» 

33 

33K " 

" 

34 

100K - 


35 

50K •’ 


36 

100K " 


37 

IK " 

*• 

38 

TOOK " 

" 

39 

50K " 

•* 

40 

TOOK •• 

** 

41 

IK " 


42 

56K “ 


43 

IK " 


44 

75K " 

" 

45 

TOOK " 

•• 

46 

100K " 


47 

IK " 

" 

48 

220K •• 

•• 

49 

200K " 


50 

200K •• 


51 



52 

8.2K " 


53 

620K " 


54 

220K " 


55 

200K " 


56 

100K " 

" 

57 

1 00K - 


58 

IK " 


59 

27K " 

" 

60 

220 K '• 

" 


Location 

Rating 

Description 

R61 

ik y*w 

Carbon Solid Resistor 

62 

1M 

" 

63 

IK " 


64 

100K " 


65 

100K " 

" 

66 

100K ” 

" 

67 

33K " 

” 

68 

330K " 

" 

69 

68K " 

” 

70 

120K " 

” 

71 

IK " 

» 

72 

18K ~ 


73 

8.2K " 

" 

74 

3.2K “ 

•• 

75 

8.2K - 


76 

50K " 


77 

1 20K " 


78 

8.2K " 


79 

120K " 


80 

56K " 

" 

81 

100K " 

" 

82 

IK " 


83 

27K " 

" 

84 

1.2K " 


86 

47K " 

*• 

86 

120K " 

** 

87 

510K - 


88 

2.5K " 


89 

120K " 

” 

90 

20K •• 
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Loca- 

tion 

item No. 

Description 

4 

" 

" 

5 



6 


" 

7 

" 


8 

" 

" 

9 

10D-1 

Power Diode 

mm 

" 






EMU^M 

■ - ■ 

'■M8QW 



2 

^sMZI 

Hex Inverting Buffer 

3 


Quad Bilateral Switch 

4 

EEE3E 

Darlington Tr Array 

5 

Ml 


6 



7 


Dual Timer 

8 

" 

" 

9 

LM324N 

Quadruple OP AMP 

mm 

NE556N 

Dual Timer 

ii 

LM324N 

Quadruple OP AMP 

MEM 

" 

" 

mes& 

" 

" 

14 


Dual Timer 


Location 

Rating 

Description 

C13 

0.1/i 

Ceramic 

14 

0.047m 

Mila 

15 

33M 

Tantalum 

16 

0.47M 

" 

17 

0.1M 

Ceramic 

18 

0.4 7M 

Tantalum 

19 

0.1M 

Ceramic 

20 

2.2 M 

Tantalum 

21 

0.1M 


22 

0.1/4 


23 

47M 


24 

47 M 


25 

3.3M 


26 

0.1M 

Ceramic 

27 

0.068/4 

Mila 

28 

10M 

Chemical 

29 

4.7 M 

" 

30 

2200P 

Ceramic 

31 

4700P 

Mila 

32 

10M 

Chemical 

33 

iom 

" 

34 

0.01/4 

Ceramic 

41 

100/4 

Chemical 

42 

100M 

" 

43 

0.1M 

Ceramic 

44 

0.1M 



Loca- 

tion 

Item No. 

Description 

TR1 

2SC945 

JPN Transistor 

2 

" 

" 




D1 

1 SI 588 

witching Diode 

2 

" 

" 

3 

" 



Location 

Rating 

Description 

R91 

50K y*w 

Carbon Solid Resistor 

92 

100K ■' 


93 

IK " 


94 

27K " 


95 

50K " 


96 

50 K " 


97 

10K " 


98 

10K " 


99 

IK " 


100 

39 K " 


101 

27 K " 


102 



103 



104 



105 



106 



107 



108 



109 



110 



111 

lOOK’/iW 


112 

IK " 

" 


Cl 

0.1/4 

Ceramic 

2 

0.1M 

" 

3 

1000P 


4 

4700P 

Mila 

5 

0.1M 

Ceramic 

6 

4700P 

Mila 

7 

2.2M 

Tantalum 

8 

560P 

Ceramic 

9 

2.2/4 

Tantelum 

10 

0.1M 

Mila 

11 

0.01M 

Ceramic 

12 

4.7m 

Chemical 


c. Lage der IC's auf der Klang-Nebenplatine und Teileliste 



Rating 

Q’ty 

Description 

MB3730 

1 

Audio Amplifier 

1 000/4 F /25 V 

1 

Chemical Capacitor 

22/4 F /25 V 

1 

" 

4.7/4F/25V 

1 

" 

0.1/4F/25V 

2 

Ceramic Capacitor 

Ika %W 

1 

Carbon Solid Registor 

100kn ’/.W 

1 

" 

4.70 'A\N 

2 

" 

RV16YP IkO 

1 

Carbon Variable Registor 
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^ r> 


Schaltschema (20" Farbe) 




0602 0601 
I RM-2C I rm ?C 
PERCOI JeRCOI 


R617 I 0603 V 
220K I 220 


RM2C <■'0604 JK « 
LERC01 Thm2C I- 

rr.fim ,0 ercoi fL * 


C606 >[ 

- 22p ± > 

T '60V |O605<f 
fi«ap|_ 



R613 > 

27K* 1% S 

TR603 < 

2SC1573Q < 

, Error amplifier | 


2200P 

500V 

R612 

39K 

S R 6I1 
< 39K 

’4W 

[10.3V 


1 Saw-tooth generator, vertical amplifier 

2 Over voltage protector 

3 Horizontal drive 

4 Vertical oscillation 

5 Horizontal oscillator 

6 Horizontal AFC 

7 Noise canceller 

8 SYNC separator 

9 AFC pulse modification 

10 Push-pull OTL vertical amplifier 
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POSTFACE 


Although the products of UNIVERSAL have been manufactured with the utmost care, if you are 
at all dissatisfied, please contact either the head office or any of the sales offices of UNIVERSAL. 

Please note that the specifications may be subject to change along with quality improvement. 
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NOTICE TO ALL PERSONS RECEIVING 
THIS DRAWING CONFIDENTIAL: repro- 
duction forbidden without the specific writ- 
ten permission of Universal Co., Ltd., To- 
kyo, Japan. This drawing is only con- 
ditionally issued, and neither receipt nor 
possession thereof confers or transfers any 
right in, or license to use, the subject matter 
of the drawing or any design or technical 
information shown thereon, nor any right 
to reproduce this drawing or any part 
thereof, except for manufacture by vendors 
of Universal Co., Ltd. and for manufac- 
ture under the corporation's written license, 
no right to reproduce this drawing is grant- 
ed or the subject matter thereof unless 
by written agreement with or written per- 
mission from the company. 
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